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LAW DEPARTMENT 

PATENT SECTION P.O. BOX 26583. RICHMOND. VIRGINIA 23261-6583 


(804) 274-2822 
TELEX 827339 
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June 3, 1991 


Charles B. Smith, Esq. 

Fish & Nfcave 

875 Third Avenue 

New York, New York 10022-6250 

Re: PM 1613 - Ceramic Heater (permanent) 

(D-815 and D-818) 


Dear Charlie: 


The Research and Development Patent Committee has recommended pursuing patent 
coverage on the attached disclosures concerning a ceramic heater. 


Dr. S, Deevi believe^ PM 1669a ncf PM 1613 might be combined. 
After your review, please call to discuss same. 


Sincerely, 


Cu L S3 


Charles E. B. Glenn 


CEBG/drs 

Enclosures 
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